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INFO OCT-01 EUR- 1 2 ISO-OO DODE-OO NSAE-00 ICA-11 
TRSE-00 SOE-02 DOE- 15 CIAE-00 COME-OO /049 W 

041080 140033Z/73 

R 131429Z JUN 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 3138 

CONFIDENTIAL PARIS 18769 

US OECD 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM,XUR,XHUK, HU 
SUBJECT: UK ICS TO HUNGARY 

REF: COCOM DOC (77) 916 AND 916.14 

1 . UK DEL HAS SUBMITTED DOCUMENT TO COCOM RECALLING 
THAT U.S. AUTHORITIES HAVE NOT BEEN ABLE TO GIVE FINAL 
DECISION ON OUTSTANDING BALANCE OF EQUIPMENT IN THIS 
CASE AND PROVIDING ADDITIONAL BROCHURES TO CLARIFY ITEM 
2 OF THE LIST OF EQUIPMENT, I.E., 2,100,000FM/1F 

AMPLIFIERS AND DEMODULATORS, AND INTEGRATED CIRCUITS. 

THE TYPES INCORPORATED ARE AS FOLLOWS: 

TBA 120S, TBA 800, TBA 810 S, TBA 810 AS, TBA 820, TBA 
920, TBA 920S, TDA 440, UA 723 (L 123), UA 741 (L141), 

UA 748 (L 148). 

2. DATA SHEETS RELATING TO THIS EQUIPMENT HAVE BEEN 
POUCHED TO WALINSKY AND JAMES. 

3. ACTION REQUESTED: INSTRUCTIONS ON BALANCE OF REFCASE 
ASAP. 
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